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A CAUTION A 

RISK OF ELECTRIC SHOCK! 

DO NOT OPEN! ^ ^ 

ATTENTION 

RISQUE DE CHOC ELECTRIQUE! 

NE PAS OUVRIR! 


A Terminals marked with this symbol carry 
electrical current of sufficient magnitude to 
.constitute risk of electric shock. Use only 
high-quality commercially-available speaker cables with 
yV'TS plugs pre-installed. All other installation or 
modification should be performed only by 
qualified personnel. 

A This symbol, wherever it appears, alerts you 
to the presence of uninsulated dangerous 
t voltage inside the enclosure- voltage that 
may be sufficient to constitute a risk of shock. 

A This symbol, wherever it appears, alerts you 
to important operating and maintenance 
.instructions in the accompanying literature. 
Please read the manual. 


A Caution 

To reduce the risk of electric shock, do not 
remove the top cover (or the rear section). 
No user serviceable parts inside. Refer servicing to 
qualified personnel. 


A 


Caution 

To reduce the risk of fire or electric shock, 
do not expose this appliance to rain and 
moisture. The apparatus shall not be exposed to dripping 
or splashing liquids and no objects filled with liq 山か , such 
as vases, shall be placed on the apparatus. 


A Caution 

These service instructions are for use 
.by qualified service personnel only. 

To reduce the risk of electric shock do not perform any 
servicing other than that contained in the operation 
instructions. Repairs have to be performed by qualified 
service personnel. 


1. Read these instructions. 

2. Keep these instructions. 

3. Heed all warnings. 

4. Follow all instructions. 

5. Do not use this apparatus near water. 

6 . Clean only with dry cloth. 

7. Do not block any ventilation openings. Install in 
accordance with the manufacturer's instructions. 

8 . Do not install near any heat sources such as 
radiators, heat registers, stoves, or other apparatus 
(including amplifiers) that produce heat. 


9. Do not defeat the safety purpose of the polarized 
or grounding-type plug. A polarized plug has two blades 
with one wider than the other. A grounding-type plug 
has two blades and a third grounding prong. The wide 
blade or the third prong are provided for your safety. If the 
provided plug does not fit into your outlet, consult an 
elecrricianfor replacement of the obsolete outlet. 

10. Protect the power cord from being walked on or 
pinched particularly at plugs, convenience receptacles, 
and the point where they exit from the apparatus. 

11. Use only attachments/accessories specified by 
the manufacturer. 

12. Use only with the 
cart, stand, tripod, bracket, 
or table specified by the 
manufacturer, or sold with 
the apparatus. When a cart 
is used, use caution when 
moving the cart/apparatus 
combinatiwtoavoid 

injury from tip-over. 

13. Unplug this apparatus during lightning storms or 
when unused for long periods of time. 

14. Refer all servicing to qualified service pers 训 nel. 
Servicing is required when the apparatus has been 
damaged in any way, such as power supply cord or plug 
is damaged, liquid has been spilled or objects have fallen 
into the apparatus, the apparatus has been exposed 

to rain or moisture, does not operate normally, or has 
been dropped. 

15. The apparatus shall be connected to a MAINS socket 
outlet with a protective earthing connection. 

16. Where the MAINS plug or an appliance coupler is 
used as the disconnect device, the disconnect device shall 
remain readily operable. 




Legal Disclaimer 

Technical specifications and appearance are subject to change without 
notice. The information contained herein is correct at the time of printing. 

All trademarks are the property of their respective owners. MUSI し woup 
accepts no liability for any loss which may be suffered by any person 
who relies either wholly or in part upon any description, photographer 
statement contained herein. Colors and specifications may vary slightly from 
product. BEHRINGER products are sold through authorized dealers only. 
Distributors and dealers are not agents of MUSIC Group and have absolutely 
no authority to bind MUSIC Group by any express or implied undertaking 
or representation. This manual is copyrighted. No part of this manual may 
be reproduced or transmitted in any form or by any means, electronic or 
mechanical, including photocopying and recording of any kind, for any 
purpose, without the express written permission of Red Chip Company Ltd. 

ALL RIGHTS RESERVED. 

◎ 2010 Red Chip Company Ltd. 

Trident Chambers, Wickhams Cay, P.O. Box 146, 

Road Town, Tortola, British Virgin Islands 


Limited Warranty 

§ 1 Warranty 

囚 This limited warranty is valid only if you purchased 
the product from a BEHRINGER authorized dealer in the 
country of purchase. A list of authorized dealers can be 
found on BEHRINGER's website behringer.com under 
"Whereto Buy", or you can contact the BEHRINGER office 
closest to you. 

回 MUSIC Group* warrants the mechanical and 
electronic components of this product to be free of defects 
in material and workmanship if used under normal 
operating conditions for a period of 训 e (1)year from 
the original date of purchase (see the Limited Warranty 
terms in 弓 4 below), unless a longer minimum warranty 
period is mandated by applicable local laws. If the product 
shows any defects within the specified warranty period 
and that defect is not excluded under §4, MUSIC Group 
shall, at its discretion, either replace or repair the product 
using suitable new or reconditioned product or parts. 

In case MUSIC Group decides to replace the entire product, 
this limited warranty shall apply to the replacement 
product for the remaining initial warranty period, i.e., 
one (1)year (or otherwise applicable minimum warranty 
period) from the date of purchase of the original product. 
回 Upon validation of the warranty claim, the repaired 
or replacement product will be returned to the user freight 
prepaid by MUSIC Group. 

囚 Warranty claims other than those indicated above 
are expressly excluded. 

PLEASE RETAIN YOUR SALES RECEIPT. IT IS YOUR PROOF 
OF PURCHASE COVERING YOUR LIMITED WARRANTY. 

THIS LIMITED WARRANTY IS VOID WITHOUT SUCH PROOF 
OF PURCHASE. 

§2 Online registration 

Please do remember to register your new BEHRINGER 
equipment right after your purchase at behringer.com 
under''Supporf and kindly read the terms and conditions 
of our limited warranty carefully. Registering your 
purchase and equipment with us helps us process 
your repair claims quicker and more efficiently. 

Thank you for your cooperation! 


§3 Return materials authorization 

囚 To obtain warranty service, please contact the 
retailer from whom the equipment was purchased. 

Should your BEHRINGER dealer not be located in your 
vicinity, you may contact the BEHRINGER distributor for 
your country listed under"Support"at behringer.com. 

If your country is not listed, please check if your problem 
can be dealt with by oiir"Online Support" which may 
also be found under'^Supporf at behringer.com. 
Alternatively, please submit an online warranty claim at 
benringer.com BEFORE returning the product. All inquiries 
must be accompanied by a description of the problem 
and the serial number of the product. After verifying 
the product's warranty eligibility with the original sales 
receipt, MUSIC Group will then issue a Return Materials 
Authorization ("RMA") number. 
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回 Subsequently, the product must be returned in 
its original shipping carton, together with the return 
authorizati 训 number to the address indicated by 
MUSIC Group. 

回 Shipments without freight prepaid will not 
be accepted. 

§4 Warranty Exclusions 

田 This limited warranty does not cover consumable 
parts including, but not limited to, fuses and batteries. 
Where applicable, MUSIC Group warrants the valves or 
meters contained in the product to be free from defects in 
material and workmanship for a period or ninety (90) days 
from date of purchase. 

回 This limited warranty does not cover the product 
if it has been electronically or mechanically modified 
in any way. If the product needs to be modified or 
adapted in order to comply with applicable technical 
or safety standards on a national or local level, in any 
country which is not the country for which the product 
was originally developed and manufactured, this 
modification/adaptation shall not be considered a defect 
in materials or workmanship. This limited warranty does 
not cover any such modification/adaptation, regardless 
of whether it was carried out properly or not. Under the 
terms of this limited warranty, MUSIC Group shall not 
be held responsible for any cost resulting from such a 
modification/adaptation. 

回 This limited warranty covers only the product 
hardware. It does not cover technical assistance for 
hardware or software usage and it does not cover 
any software products whether or not contained in 
the product. Any such software is provided "AS IS" 
unless expressly provided for in any enclosed software 
limited warranty. 

囚 This limited warranty is invalid if the factory- 
applied serial number has been altered or removed from 
the product. 

回 Free inspections and maintenance/repair work 
are expressly excluded from this limited warranty, in 
particular, if caused by improper handling of the product 
by the user. This also applies to defects caused by normal 
wear and tear, in particular, offaders, crossfaders, 
potentiometers, keys/buttons, guitar strings, illuminants 
and similar parts. 

回 Damage/defects caused by the following conditions 
are not covered by this limited warranty: 

• improper handling, neglect or failure to operate the 
unitin compliance with the instructions given in 
BEHRINGER user or service manuals; 

• connection or operation of the unitin anyway 
that does not comply with the technical or safety 
regulations applicable in the country where the 
product is used; 

• damage/defects caused by acts of God/Nature 
(accident, fire, flood, etc) or any other condition that 
is beyond the control of MUSIC Group. 


回 Any repair or opening of the unit carried out by 
unauthorized personnel (user included) will void the 
limited warranty. 

回 If an inspection of the product by MUSIC Group 
shows that the defect in question is not covered by the 
limited warranty, the inspection costs are payable by 
the customer. 

回 Products which do not meet the terms of this 
limited warranty will be repaired exclusively at the buyer's 
expense. MUSIC Group or its authorized service center will 
inform the buyer of any such circumstance. If the buyer 
fails to submit a written repair order within 6 weeks after 
notification, MUSIC Group will return the unit C.O.D. with 
a separate invoice for freight and packing. Such costs will 
also be invoiced separately when the buyer has sent in a 
written repair order. 

励 Authorized BEHRINGER dealers do not sell new 
products directly in online auctions. Purchases made 
through an online auction are on a "buyer beware" basis. 
Online auction confirmations or sales receipts are not 
accepted for warranty verification and MUSIC Group will 
not repair or replace any product purchased through an 
online auction. 

§5 Warranty transferability 

This limited warranty is extended exclusively to the 
original buyer (customer of authorized retail dealer) and 
is not transferable to anyone who may subsequently 
purchase this product. No other person (retail dealer, etc.) 
shall be entitled to give any warranty promise on behalf 
of MUSIC Group. 

§6 Claim for damage 

Subject only to the operation of mandatory applicable 
local laws, MUSIC Group shall have no liability to the buyer 
under this warranty for any consequential or indirect 
loss or damage of any kind. In no event shall the liability 
of MUSK Group under this limited warranty exceed the 
invoiced value of the product. 

§7 Limitation of liability 

This limited warranty is the complete and exclusive 
warranty between you and MUSIC Group. It supersedes 
all other written or oral communications related to this 
product. MUSIC Group provides no other warranties for 
this product. 

§8 Other warranty rights and 
national law 

囚 This limited warranty does not exclude or limit the 
buyer's statutory rights as a consumer in any way. 

回 The limited warranty regulations mentioned herein 
are applicable unless they constitute an infringement of 
applicable mandatory local laws. 

回 This warranty does not detract from the seller's 
obligations in regard to any lack of conformity of the 
product and any hidden defect. 


§9 Amendment 

Warranty service conditi 训 s are subject to change without 
notice. For the latest warranty terms and conditi 训 s 
and additional information regarding MUSIC Group's 
limited warranty, please see complete details online at 
behringer.com. 

* MUSIC Group Macao Commercial Offshore Limited of 
Rue de Pequim No. 202-A, Macau Finance Centre 9/J, Macau, 
including all MUSIC Group companies 
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[ES 

Instrucciones de 
seguridad 


A 

L_ 

CAUTION A 

RISK OF ELECTRIC SHOCK! 

DO NOT OPEN! ^ ^ 

L ATTEIMTIOIM 

RISQUE DE CHOC ELECTRIQUE! 

NE PAS OUVRIR! 

_ 4 


A Las terminales marcadascon este simbolo 
transportan corriente electrica de magnitud 
suficiente como para constituirun riesgode 
descarga electrica. Utilice solo cables de altavozde alta 
〔alidad con clavijasTSde6,3 171171 pre-instaladas 
(puede adquirirlosen comercios especializados en audio). 
Cualquier otra instalacidno modificacion debeser 
realizadd unicamente porun tecnico cualificado. 

A Este simbolo, siempre que aparece, 
le advierte de la presencia de voltaje 
.peligroso sin aislar dentro de la caja; 
este voltaje puede ser suficiente para constituirun riesgo 
de descarga. 

A Este simbolo, siempre que aparece, 

le advierte sobre instrucciones operativasy 
.de mantenimiento que aparecen en la 
documen ね加 n adjunta. Por favor, lea el manual. 

A Atencion 

Para reducirel riesgo de descarga electrica, 
‘no quite la tapa (o la parte posterior). 

No hay piezasen el interior del equipo que puedan ser 
reparadasporel usuario.Sies necesario, pdngaseen 
contacto con personal cualificado. 

A Atencion 

Para reducirel riesgo de incendioo 
.descarga electrica, no exponga este 
aparatoa la Iluvia, humedado alguna otra fuente que 
pueda salpicaro derramar algun Ifquido sobre el aparato. 
No coloque ningun tipode recipiente para liquidos sobre 
el aparato. 

A Atencion 

Las instrucciones de servicio deben llevarlas 
.a cabo exclusivamente personal cualificado. 
Para evitarel riesgo de una descarga electrica, no realice 
reparaciones que nose encuentren descritas en el manual 
de operaciones. Las reparaciones deben ser realizadas 
exclusivamente por personal cualificado. 

1 . Lea las instrucciones. 

2. Conserve estas instrucciones. 

3. Preste atencion a todas las advertencias. 

4. Siga todas las instrucciones. 

5. No use este aparato cerca del agua. 

6 . Limpie este aparato con un pano seco. 

7. No bloquee las aberturasde ventilacion. Instale el 
equipo de acuerdo con las instrucciones del fabricante. 


8 . No instale este equipo cerca defuentesde calor 
tales como radiadores, acumuladoresde calor, estufas u 
otros aparatos {incluyendo amplificadores) que puedan 
productr calor. 

9. No elimineo deshabilite nunca la conexion a tierra 
del aparato 0 del cable de alimentacion de corriente. 

Un enchufe polarizado tiene dos polos, unode los cuales 
tieneun contacto mas ancho que el otro. Una clavija con 
puesta a tierra dispone de tres contactos: dos polos y la 
puesta a tierra. El contacto ancho y el tercer contacto, 
respectivamente, son los que garantizan una mayor 
seguridad. Si el enchufe suministradocon el equipo no 
concuerda con la toma de corriente, consulte con un 
eleciricista para cambiarla toma de corriente obsoleta. 

10. Coloque el cable de suministro de energia de manera 
que no pueda ser pisadoy que este protegidode objetos 
afilados. Asegiiresede que el cable de suministro de 
energia este protegido, especialmenteen la zona de la 
clavijayen el punto donde sale del aparato. 

11. Use unicamente los dispositivos o accesorios 
especificados por el fabricante. 

12. Use unicamente la 
carretilla, plataforma, 
tripode, soporte o mesa 
especificados por el 
fabricante osuministrados 
junto con el equipo. 
Altransportarel equipo, 
tenga cuidado para evitar 
danosy caidasal tropezarcon algun obstaculo. 

13. Desenchufeel equipo durante tormentas o si no va a 
utilizarlo durante un periodo largo. 

14. Confie las reparaciones unicamente a servicios 
tecnicos cualificados. La unidad requiere mantenimiento 
siempre que haya sufrido algun d が o, si el cable de 
suministro de energia o el enchufe presentaran danos, 

se hubiera derramado un Ifquido o hubieran caido objetos 
dentro del equipo, si el aparato hubiera estado expuesto 
a la humedad 0 la Iluvia, si ha dejadode funcionarde 
manera normal o si ha sufrido algun golpeo cai'da. 

15. Al conectar la unidad a la toma de corriente electrica 
aseguresede que la conexion dispongade una union 

a tierra. 

16. Si el enchufe 0 conector de red sirve como unico 
medio de desconexion, este debe ser accesible facilmente. 




Negacion Legal 

Las especificaciones tecnicasyla aparienda de este aparato estan sujetasa 
cambios sin previo aviso. La informacion contenida en este documento es 
correcta hasta la fecha de su impresion. lodaslas marcas registradas son 
propiedaddesus respectivos duefios. MUSI し woup no acepta ningun tipo 
de responsabilidad por posibles danosy perjuicios sufridos por cualquier 
persona que se haya basado completamente o en parte en las descripciones, 
fotografias o explicaciones que aparecen en este documento. Los colores 
y especificaciones tecnicas pueden variar ligeramente deun productoa 
otro. Los productos BEHRINGER son comercializados unicamente a traves 
de distribuidores oficiales. Los distribuidoresy mayoristasno son agentes 
de MUSIC Group, por lo que no estan autorizados a conceder ningun tipo de 
contrato o garantia que obliguea MUSIC Group de forma express o implkita. 
Este manual esta protegido por las leyesdel copyright. Este manual no 
puede ser reproducidoo transmitido, ni completo ni en parte, por ningun 
tipo de medio, tanto si es elect が nico como mecanico, incluyendo el 
fotocopiadoo registro de cualquier tipo y para cualquier fin, sin la 
autorizacion expresaypor escrito de Red Chip Company Ltd. 

RESERVADOSTODOSLOS DERE 川 OS. 

◎ 2010 Red Chip Company Ltd. 

Trident Chambers, Wickhams Cay, RO. Box 146, 

Road Town, Tortola, British Virgin Islands 


Garantia 

§ 1 Garantia 

囚 Esta garantia limitada soloes validasi haadquirido 
este productoen un distribuidor autorizado BEHRINGER 
en el pais de compra. Puede encontrar un listadode 
los distribuidores autorizados en la pagina web de 
BEHRINGER (behringer.com) dentro de la seccidn 
"Donde comprar", o poniendoseen contacto con el 
centra BEHRINGER mas cercanoaVd. 

回 MUSIC broup* garantiza que todas las piezas 
mecanicasy elect が nicas de este aparato no tienen 
ningun defectonien materiales ni en manode obra 
bajo conaicionesdeuso normales durante un periodo de 
un (1)ano desde la fecha de compra original (vea mas 
adelanteel punto § 4 de esta garantia limitada), salvo que 
alguna normativa local obligueaun periodo minimode 
garantia superior. Si este aparato da muestrasde cualquier 
tipode averia, que no este excluidode acuerdo al punto 
弓 4 siguiente, dentro del periodo de garantia especificado, 
MUSIC Group podra,asu propio criterio, sustituiro reparar 
el aparato usando para ello tanto piezas nuevas como 
recicladas. En el caso de que MUSIC Group decida sustituir 
el aparato completo, esta garantia limitada sera aplicable 
a la unidad de sustitucion durante el tiempo restante de 
la garantia inicial, es dedr, un (1)ano (oel minimo legal 
aplicable de acuerdo a normativas locales) desde la fecha 
de compra del aparato original. 

回 Una vez que sea aceptada una reclamacion en 
periodo de garantia, el aparato reparado o sustituido sera 
devuelto por MUSIC Group al usuario a portes pagados. 

囚 No sera aceptada ninguna reclamacion en periodo de 
garantia por motivosy cauces distintosa los indicados en 
este documento. 

CONSERVE SU RECIBODE COMPRA 0 FACTURA, DADO QUE 
ESO SUPONESU PRUEBADE COMPRA DE CARA A LA 
GARANTIA LIMITADA. ESTA GARANTIA LIMITADA QUEDARA 
ANULADASI NO DISPONE DE PRUEBADE COMPRA. 


behringer.conn 


Quick Start Guide 5 


§2 Registro online 

Despues de la compra, no olvide registrar su nuevo 
aparato BEHRINGER dentro del apartado"Support"de 
nuestra pagina web, behringer.com y leer completamente 
los terminosy condicionesde nuestra garantia limitada. 

El registrar su compra y los datos de este aparato nos 
ayudara a procesar cualquier reclamacion de una forma 
mas rapmay eficaz. jGracias porsu cooperacion! 

§3 Autorizacion de retorno 
de material 

田 Para que este aparato pueda ser reparado debera 
ponerse en contacto con el comercioen el que adquirio 
este aparato. En el caso de que no exista un distribuidor 
BEHRINGER en las inmediaciones, puede ponerse en 
contacto con el distribuidor BEHRINGER desu pais, 
que encontrar う dentro del apartado"Support"de 
nuestra pagina web behringer.com. En caso de que 
su pais no aparezca en ese lis ね do, acceda a la seccion 
"Online Support" (que tambien encontrara dentro del 
apartado "Support"de nuestra pagina web) y compruebe 
si su problema aparece descritoy solucionado alli. 

De forma alternativa, envienos a traves de la pagina 
web behringer.com una solicitud online de soporte en 
periodo de garantia ANTES de devolvernos el aparato. 
Cualquier consulta o reclamacion deoe ir acompanada por 
una descripcion del problema y por el niimerode seriedel 
aparato. Una vez que hayamos verificado que el aparato 
se encuentra dentro del periodo de garantia a traves 
del recibo de compra original, MUSIC Group le remitira 
un numerode autorizacion de devolucionde aparatos 
("RMA"). 

回 Posteriormente, debera devolvernos el aparato 
dentro de su embalaje original, junto con el numero de 
autorizacion que le haya sido facilitado, a la direccidn 
indicdda por MUSIC Group. 

回 No sera aceptado ningun envio a portes debidos. 

§4 Exclusiones de esta garantia 

丘 ] Esta garantia limitada no cubre ningun tipode 
consumible incluyendo, perosin limitacion alguna, 
los fusiblesylas pilas. En aquellos paises en los que sea 
aplicable, MUSIC Group garantiza que las valvulasy 
medidoresde este aparato estan libresde defectos en 
materiales y manode obra durante un periodo de noventa 
(90) dfas desde la fecha de compra. 

回 Esta garantia limitada no cubrira el producto si 
ha sido electrdnica o mecanicamente modificadode 
cualquier forma. Si este aparato debe ser modificado o 
adaptado de caraa cumplir con cualq 山 er standard tecnico 
ode seguridad aplicable para su pafso region, en paises 
distintos a los que este aparato haya sido fabricado o 
disenado originalmente, dicha modificacion/adaptacidn 
no sera considerada un defecto en materiales o mano 
de obra. Esta garantia limitada no cubrira por tanto tal 
tipode modificacion/adaptacidn, tanto si es realizadd 
porun tecnico especialista como si no. De acuerdo a los 
terminosde esta garantia limitada, MUSIC Group no sera 
responsabledelos gastos producidos por ese tipode 
modificacion/adaptacion. 


回 Esta garantia limitada cubre solo el hardware o 
producto fisico. No cubre por tanto la asistencia tecnica 
en cuanto a uso del producto o del software ni tampoco 
ningiin producto de software tanto si esta contenido en 
el propio aparato como si es externo. Cualquier tipode 
software es suministrado"TAL COMO ES"salvo que se 
indique expresamente otra cosa en la garantia limitada 
del software. 

囚 Esta garantia limitada quedara anulada si el 
niimerode serie asignadoen fabrica ha sido modificado o 
eliminado del producto. 

回 Esta garantia excluye expresamente cualquier 
tipode revision gratuita y o trabajo de mantenimiento/ 
repara 日 on, en concrete, todas aquellas producidas por 
un uso incorrectoo inadecuado del aparato por parte 
del usuario. Esto tamoiense aplicaa aquellos defectos 
producidos por el uso y desgaste normales, en especial de 
los faders, crossfaders, potenciometros, teclas, cuerdasde 
guitarra, pilotosy piezas similares. 

回 Los danos/averias ocasionados por las 
siguientes condiciones NO quedan cubiertos por esta 
garantia limitada: 

• uso incorrecto o inadecuado, negligenteoel uso 
de este aparato sin cumplir con lo indicadoen 
las instrucciones facilitadas por BEHRINGER en 
losmanuales; 

• la conexion 0 uso de este aparato en cualquier 
sistema o forma que no cumpla con las normas 
tecnicas ode seguridad aplicables en el pais en el 
que sea usado este aparato; 

• los danos/averias producidos por desa"res 
naturales/fenomenos atmosTericos (accidentes, 
incendios, inundaciones) o cualquier otra situation 
quequedefueradel control de MUSIC Group. 

回 La reparacion de este aparato o la apertura desu 
carcasa por cualquier persona no autorizada (incluyendo 
el propio usuario) anulara esta garantia limitada. 

回 En caso de que un examen de este aparato por parte 
de MUSIC Group demuestre que el defecto o averia en 
cuestion no queda cubierto por esta garantia limitada, 
el coste de dicha inspeccion debera ser pagadopor 
el usuario. 

回 Aquellos productos que no cumplan con los 
terminosde esta garantia limitada seran reparados 
EXCLUSIVAMENTE con cargo al usuario. MUSIC Group o 
sus servicios tecnicos oficiales informa な n al usuario en 
caso de que se produzca esa circunstancia. Si el usuario no 
remite una autorizacion de reparacion por escrito en las 
6 semanas siguientes a nuestra notification, MUSIC Group 
devolvera la unidad a portes debidos, junto con una 
factura por los gastos. En caso de que el usuario haya 
remitido la autoiizaci 训 de reparacion, esos costes 
tamoien le seran facturados aparte. 

励 Los distribuidores autorizados BEHRINGER no venden 
productos nuevosa traves de sistemas de subastas online. 
Los compradores que accedan a este tipode subastas se 
haran responsables plenamente de esas compras. Las 
confirmacioneso recibosde compras de subastas online 
no son validas como verificaciones de garantia, porlo que 
MUSIC Group no reparara ni sustituira ningun producto 
que haya sido adquirido a traves de este tipo de sistemas. 


§5 Transferibilidad de la garantia 

Esta garantia limitada es aplicable unicamente al 
comprador original (comprador a traves de distrib 山 dor 
minorista autorizado) y no es transferible a terceras 
personas que puedan comprar este aparato al comprador 
original. Ninguna persona (comercio minorista, etc.) 
esta autorizada a ofrecer ningun otro tipode garantia en 
nombrede MUSIC Group. 

§6 Reclamaciones 

Con las limitaciones propias de las normativas y leyes 
locales aplicables, MUSIC Group no sera responsablede 
caraal comprador por el dano emergente, lucro cesanteo 
danosy perjuicios de cualquier tipo. Bajo ningiin concept 。 
la responsabilidad de MUSIC Group por esta garantia 
limitada sobrepasara el valor de este producto de acuerdo 
a la factura. 

§7 Limitacion de responsabilidades 

Esta garantia limitada es la unicay exclusiva garantia 
entreVd.y MUSIC Group. Esta garantia sustituye a 
cualquier otra comunicacion verbal o escrita relacionada 
con este aparato. MUSIC Group no ofrece ninguna otra 
garantia relativa a este producto. 

§8 Otros derechos de garantias y 
Leyes nacionales 

囚 Esta garantia limitada no excluye ni limita los 
derechos legales propios del comprador como tal. 

回 Los puntosde esta garantia limitada y menci 训 ados 
aquison aplicables salvo en el caso de que supongan la 
infraccion de cualquier legislacion local aplicable. 

回 Esta garantia no limita la obligacidn del vendedoren 
lo relative a la conformidad de este aparato de acuerdo a 
las leyes y las responsabilidades por vicios 0011 tos. 

§9 Notasfinales 

Las condicionesde este servicio de garantia estan 
sujetas a cambios sin previo aviso. Si quiere consultar 
los terminosy condiciones de garantia actualizados, 
asi como informacion adicional sobre la garantia limitada 
de MUSIC Group, consulte todos los detalles online en la 
pagina web behringer.com. 

* MUSIC Group Macao Commercial Offshore Limited of 
Rue de Pequim No. 202-A, Macau Finance Centre 9/J, Macau, 
incluidas todas las empresas MUSIC Group 
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Consignes de securite 


A 


CAUTION 

RISK OF ELECTRIC SHOCK! 
DO NOT OPEN! 

ATTENTION 

RISQUE DE CHOC ELECTRIQUE! 
NE PAS OUVRIR! 


A 


A 


Les points rep 如お par 优 symbole portent 
une tension electrique suffisante pour 
constituer un risque d'electrocution. 

Utilisez uniquement des cables d'enceintes de haute 
qualite disponibles dans les points de vente avec les 
connecteurs Jack mono 6,35 mm deja install お . 

Toute autre installation ou modification doit etre effectuee 
uniquement parun personnel qualifie. 


A 


Ce symbole avertitdela presence d'une 
tension dangereuse et non isolee a 
Unterieurde I'appareil - elle peut 


provoquer des chocs electriques. 


A 


Attention 

Ce symbol signals les consignes 
d'utilisation et d'entre! Tien importantes 
dans la documentation fournie. Lisez les consignes de 
securite du manuel d'utilisation de I'appareil. 


A 


Attention 

Pour eviter tout risque de choc electrique, 
ne pas ouvrirle capotde I'appareil ni 
demonterle panneau arriere. Linterieur de I'appareil 
ne possede aucun element reparable par I'utilisateur. 
Laisser toute reparation a un professionnel qualifie. 

A Attention 

Pour reduire les risquesdefeu et de choc 
electrique, n'exposez pas cet appareilala 
pluie, a la moisissure, aux gouttes ou aux eclaboussures. 
Ne posez pas de recipient contenantun liquidesur 
I'appareil (un vase par exemple). 

A Attention 

Ces consignes de securite et d'entretien 
sont destineesa un personnel qualine. 
Pour eviter tout risque de choc electrique, n'effectuez 
aucune reparation sur I'appareil qui ne soit decrite parle 
manuel d'utilisation. Les eventuelles reparations doivent 
etre effectuees uniquement parun technicien specialise. 

1 . Lisez ces consignes. 

2. Conservez ces consignes. 

3. Respecteztouslesavertissements. 

4. Respectez toutes les consignes d'utilisation. 

5. N'utilisez jamais I'appareil a proximite d'un liquide. 

6 . Nettoyez I'appareil avec un chiffon sec. 

7. Veill 枯 a ne pas empecher la bonne ventilati 训 
de I'appareil via ses ouTes de ventilation. Respectez les 
consignes du fabricant concernant llnstallation 
de I'appareil. 


8 . Ne placez pas I'appareil a proximite d'une source 
de chaleur telle qu'un chauffage, une cuisiniereou tout 
appareil degageantde la chaleur (y comprisun ampli 
de puissance). 

9. Ne supprimez jamais la securite des prises bipolaires 
ou des prises terre. Les prises bipolaires possedent deux 
contacts de largeur differente. Le plus large est le contact 
de securite. Les prises terre possedent deux contacts plus 
une misea la terre servant de securite. Si la prise du bloc 
d'alimentation ou du cordon d'ali-mentation fourni ne 
correspond pas a cellesde votre installation electrique, 
faites appelaun electricien pour effectuer le changement 
de prise. 

10. Installezle cordon d'alimentation de telle fa 每 on 
que personne ne puisse marcher dessus et quil soit 
protege d'aretes coupantes. Assurez-vous que le cordon 
d'alimentation est suffisamment protege, notammentau 
niveau de sa prise electrique etde I'endroit ou il est relie a 
I'appareil; 忧 la est egalement valable pour une eventuelle 
rallonge electrique. 

11. Utilisez exclusivement des accessoires et des 
appareils supplementaires recommandes parle fabricant. 


12. Utilisez 
exclusivement des 
chariots, des diables, 
des presentoirs, des pieds 
et des surfaces de 
travail recommandes 
parle fabricant ou 
livres avecleproduit. 
Deplacez precautionneusement tout chariot ou diable 
charge pour eviter d'eventuelles blessures en cas de chute. 

13. Debranchez I'appareil de la tension secteuren cas 
d'orage ou si I'appareil reste inutilise pendant une longue 
periodede temps. 

14. Les travaux d'entretien de I'appareil doivent 
etre effectues uniquement pardu personnel qualifie. 
Aucun entretien n'est necessaire saufsi I'appareil est 
endommagede quelque fa;on que ce soit (dommages sur 
le cordon d'alimentati 训 ou la prise par exemple), si un 
liquide ou un objet a penetre a Unterieurdu chassis, si 
I'appareil a ete expose a la pluieoua I'humidit も sll ne 
fonctionnepas correctement ou a la suite d'une chute. 

15. L'appareil doit etre connectea une prise secteur 
dotee d'une protection par misea la terre. 




16. La prise electrique ou la prise 
lECde tout appareil denuede 
bouton marche/arret doit rester 
accessible en permanence. 


Deni Legal 

Les caracteristiques et I'apparence sont sujettes a modifications sans preavis. 
Les informations ci-presentes sont correctes au moment de I'impression. 
Toutes les marques deposees sont la propriete de leurs proprietaires 
respectifs. La societe MUSIC Group n'accepte aucune responsabilite dans les 
eventuels dommages ou pertes subis parun tiers en se basanten entier ou 
en partie sur les descriptions, photographies ou declarations contenues dans 
ce document. Les couleurs et caracteristiques peiivent varier legerement 
de cellesdu produit. Les prod 山 ts BEHRINGER ne sont vendus que parle 
biaisde revendeurs agrees. Les distributeursetles revendeurs ne sont pas 
agents de MUSIC Group et n'ont absolument aucune autorite pour engager 
ou representer la societe MUSIC Group de fa^on implicite, explicite ou 
indirecte. Ce mode d'emploi est protege par droits d'auteurs. II est interdit 
de transmettre oude copierce mode d'emploi sous quelle forme que ce soit, 
par quel moyen que ce soit, electronique ou mecanique, cequi comprend les 
moyens de photocopie et d'enregistrement de quelle fa が n que ce soit, quel 
que soit le but, sans la permission む rite expresse de Red Chip Company Ltd. 

TOUS DROITS RESERVES. 

◎ 2010 Red Chip Company Ltd. 

Trident Chambers, Wickhams Cay, RO. Box 146, 

Road Town, Tortola, lies Vierges Britanniques 


Garantie 

§ 1 Garantie 

囚 Cette garantie limit 如 n'est valide que si vous avez 
achete ce produit aupres d'un revendeur BEHRINGER 
agree dans le pays d'achat. Vous trouverez une liste des 
revendeurs agrees sur le site de BEHRINGER, a I'adresse 
benringer.com dans la section "Where to Buy", ou vous 
pouvez contacter le bureau BEHRINGER le plus proche de 
chez vous. 

回 MUSIC broup* garantit les composants mecaniques 
et electroniquesdece produit contre tout defaut 
materiel ou de main-d'oeuvre lorsquil est utilise dans 
des conditions normales, pendant une periode de un 
(1)an a partir de la date d'achat (consultezle chapitre 
n 。 弓 4ci-dessous), sauTsi une dureede garantie plus 
longue est stipulee paries legislations locales. En cas 
de defaut du produit pendant la periodede garantie 
specifiee (rentrant dans le cadre が fini par le chapitre 
§4), MUSIC Group, a sa propre discretion, pourra decider 
de remplacerou de reparerle produit en utilisantdes 
pikes ou des produits neufs ou reconditionnes. Dans le 
cas oil MUSIC Group decideraitde remplacer la totalitedu 
produit, cette garantie limitee s'applique au produit de 
remplacement pour le restant de la periodede garantie, 
soit une {1)annee (saufsi une dureede garantie plus 
longue est stipulee paries legislations locales) a partir de 
la date d'achat du produit initial. 

回 Apr を s racceptation de la demandede garantie, 
le produit remplaceou repare sera renvoyeau client avec 
le port paye par MUSIC Group. 

囚 Toute demandede garantie autre que celle definie 
parletexteci-avantsera refusee. 

CONSERVEZVOTRE RE が D'ACHAT. IL ESTVOTRE PREUVE 
D'ACHAT ET PREUVE DE GARANTIE. CETTE GARANTIE 
LIMITEE EST NON AVENANTE SANS PREUVE D'ACHAT. 
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§2 Enregistrementenligne 

Pensez a enregistrer votre nouveau produit BEHRINGER 
des rachatsurbehringer.com dans la section "Support" 
et prenez le temps de lire avec attention les termes 
et conditions de cette garantie. Lenregistrementde 
votre achat et materiel nous aidera a trailer vos 
reparations plus rapidement et plus efficacement. 

Merci de votre cooperation! 

§3 Autorisation de retour de materiel 

囚 Pourfairejouer la garantie, contactezle revendeur 
aupres duquel vous avez achete I'appareil- Si votre 
revendeur BEHRINGER nese trouve pas a proximite, 
contactez le distributeur BEHRINGER de votre pays, 
dontia liste se trouve dans la section "Supporfdu 
site behringer.com. Si vous ne trouvez pas votre pays 
dans la liste, essayez de regler votre probleme dans la 
section''Online Supporf de la page''Supporf sur le 
site behringer.com. Autrement, vous pouvez fa ire une 
demandede prise en charge par la garantie en ligne 
sur le site behringer.com AVANT de nous renvoyer le 
produit. Toutes les demandes doivent etre accompagnees 
d'une description du probleme etdu numerode sene 
du produit. Apr お avoir verifie la validitedela garantie 
par la consultation du r 巧 u ou du bon d'achat original, 
MUSIC Group vous donnera un numero d'autorisation de 
retour rNARouRMA^. 

回 Le produit doit ensuite etre retourne dans son 
emballage d'origme avec Ie numero d'autorisation de 
retour a I'adresse indiquee par MUSI し broup. 

回 Seuls les paquets dontle port a ete acquit が 
seront accept お . 

§4 Exclusions de garantie 

丘 ] Cette garantie limitee ne couvre pas les 
consommables et/ou pikes jetables comme, par 
exemple, les fusibles eties piles. Dans les cas possibles, 
MUSIC Group garantit les lampesou afficheurs contenus 
dans le produit contre tout defaut de pike oude main 
d'oeuvre pour une periodede quatre-vingt-dix (90) jours a 
partir de la date d'achat. 

回 Cette garantie limitee ne couvre pas le prod 山 t s'il 
a ete mod 币 e defa が n electronique ou mecanique. Si le 
produit doit etre modifie ou adapte pour etre compatible 
avec une legislation locale ou nationale relative a la 
securite ou aux normes techniques, dans un pays qui 
n'est pas le pays pour lequel le produit a ete prevu et 
fabriquea I'origine, cette modification/adaptation ne 
sera pas consideree comme un defaut de piece oude 
main d'oeuvre. Cette garantie limitee ne couvre pas ces 
modifications/adaptations, qu'elles aient ete realisees 
correctement ou non. Selon les termes de cette garantie 
limitee, MUSIC Group ne pourra pas etre tenu responsable 
des CO 日 ts issusde telles modifications/adaptations. 


回 Cette garantie limitee ne couvre que I'aspect materiel 
du produit. Elle ne couvre pas rassistance technique liee 
a rutilisation d'un materiel ou d'un logic 旧 I et ne couvre 
aucun produit logiciel fourni ou non avec le produit. 

Les logidels sont fournis"TEL QUEL'a 1710 ins que le logiciel 
ne soit expressement fourni avec sa propre garantie. 

囚 Cette garantie limitee n'est pas valide si le numero 
de sene applique en usine a ete modifie ou supprime 
du produit. 

回 Les inspections gratuites et les travaux de 
mamtenance/r か arati 训 sont totalement exclusde 
cette garantie, notamment, si le probleme vient d'une 
mauvaise manutenti 训 ou de I'utilisation du produit 
par I'utilisateur. Cette exclusion s'applique egalement 
aux defauts et pannes lies par I'usure normale, Cest en 
particulierlecasdes Faders, Crossfaders, potentiometres, 
touches/boutons, cordes dinstrument de musique, 
temoins lumineux et toutes pikes ou elements similaires. 
回 Les dommages/pannes causes paries conditions 
suivantes ne sont pas couverts par la garantie : 

• Mauvaise manutention ou entretien, negligence 
ou non respect de I'utilisation du produit selon les 
instructions donnees dans le mode d'emploi ou le 
guide d'entretien BEHRINGER. 

• Connexion ou utilisation de I'appareil d'une fa 每 on ne 
correspondant pas aux procedures ou legislations de 
sureteou techniques applicables dans le pays ou le 
produit a ete vendu. 

• Dommages/pannes causes par I'acte de Dieuoudela 
Nature (accident, incendie, inondation, etc.) ou toute 
autre condition au-deladu controle de MUSIC Group. 

回 Toute reparation ou ouverture du boitier realisee par 
un personnel non agree (cequi comprend I'utilisateur) 
annule immediatementia garantie. 

回 Si une inspection du produit realisee par 
MUSIC Group indique que la panne oule defaut en 
question n'est pas couvert par la garantie, les coQts 
dinspection seront a la charge du client. 

回 Les produits qui ne sont pas pris en charge par les 
termes de cette garantie seront repares a la charge de 
racheteur. MUSIC Group ou ses centres de reparation 
agrees mformeront racheteur de telles circonstances. 

Si racheteur ne soumet pas un formulairede reparation 
ecrit dans les 6 semaines suivantia n 加 fication, 

MUSIC Group renverra le produit a vos frais avec une 
facture separee pour les frais de port et d'emballage. 

Ces cofits seront egalement factures separement une fois 
que racheteur a envoy 自 sa demande ecrite de reparation. 
励 Les revendeurs BEHRINGER agrees ne vendent pas 
de produits neufs directement dans les ench を res en ligne. 
Les achats realises dans les encheresen ligne sont laisses 
a I'enti ら re responsabilite et aux risquesde I'acheteur. 

Les preuves d'achat issues de ventes aux encheres en 
ligne ne sont pas acceptees comme verificati 训 ou preuve 
d'achat et MUSIC Group ne reparera et ne remplacera pas 
les produits achetes aux encheresen ligne. 


§5 Transfer! de garantie 

Cette garantie limitee est attribuee uniquement a 
I'acheteur initial (client d'un revendeur agree). Elle n'est 
pas transferable aux personnes suivantes qui achetent le 
produit. Personne n'est autorise (revendeur, etc.) a donner 
une promesse de garantie de la part de MUSIC Group. 

§6 Reparation de dommages 

Sujet uniquement auxlois locales applicables, 

MUSIC Group ne peut pas etre tenu responsable aupres 
de I'acheteur, par cette garantie, d'auoin dommageou 
d'aucune perte indirecte liee a I'utilisation du produit. 

La responsabilite de MUSIC Group ne peut en aucun cas, 
m を me dans le cadre de la garantie, depasser la valeurdu 
produit indiquee sur la facture d'achat. 

§7 Limitation de responsabilite 

Cette garantie limitee telle que presentee dans cette 
page represente la seule garantie contractuelle entre 
vous et MUSIC Group. Elle annule et remplace tous les 
autres moyens de communication ecrits ou oraux lies a 
ce produit. MUSIC Group ne fournit aucune garantie pour 
ce produit. 

§8 Autres droits et lois nationales 

囚 Cette garantie limitee n'exclue pas ou ne limiteen 
aucune fa が n les droits statutairesde racheteur en tant 
que consommateur. 

回 Les regulations de la garantie limitee mention が es 
dans ces pages ne sont applicables que dans le cadre des 
lots locales. 

回 Cette garantie n'exempt pas le vendeurde ses 
obligations de respect de conform お du produit 
aux legislations locales et de prise en charge des 
derauts caches. 

§9 Amendements 

Les conditions de cette garantie sont sujettes a 
modification sans preavis. Pour obtenirles conditi 训 s 
de garantie les plus recentes ainsi que toute autre 
information relative a la garantie des produits 
MUSIC Group, consultezle site Internet behringer.com. 

* MUSIC Group Macao Commercial Offshore Limited de la 
Rue de Pequim, n° 202-A, Macau Finance Centre 9/J, Macau, 
y compris toutes MUSIC Group societes 
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TRUTH B 3030 A/B3031A Hook-up 


画 Step 1:Hook-Up 


Computer Monitoring Connected to a mixer 
Monitorizacion de senal de ordenador 
Systeme d'ecoute avecun ordinateur 


固 Paso1:Conexion 


画 Etape 1 : Connexions 
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UCA222 
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V-AMP PRO 


XENYX 2222FX 
Mixing Console 


Project Studio Connected to a computer 
Estudio de grabaaon de proyectos 
Studio de maquettes 
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TRUTH B 3030 A/B3031A Controls 


画 Step 2; Controls 


固 Paso 2: Controles 


ON LED 一 Lights when 
power is connected to the 
monitor and the POWER 
switch is turned on. 

PHOTO ON 一 Seilumina 
cuandoel monitor esta 
conectadoalacorriente 
electricay el interrupter 
POWER esta activado (ON). 


LED ON — S'allume lorsque 
renceinte est relieeau secteur 
etque Unterrupteur POWER 
estsurOn. 


LIMIT LED 一 Lights when 
one of the monitor protection 
circuits engages. 

PILOTO LIMIT — 

Seiluminaracuandose 
active unodeloscircuitos 
deproteccion del monitor. 


LED LIMIT — S'allume 
lorsque le circuit de protection 
de renceinte entre en action. 


画 Etape 2 : Reglages 



LOW FREQUENCY —Adapts 
the speaker for use with 
a subwoofer system or 
emulates the characteristics 
ofasmaller speaker. 

LOW FREQUENCY — 

Le permite adaptar el altavoz 
para su uso con un subwoofer 
osimularlascaracteristicas 
deunrecintoacusticode 
menortamano. 

LOW FREQUENCY —Adapte 
renceinte pourfonctionner 
avec un Subwoofer ou simule 
les caracteristiquesd'une 
enceinte de faibie dimension. 


INPUT TRIM —Adjusts the 
monitor's input sensitivity to 
the audio source signal. 

INPUT TRIM —Este 
mandole permite ajustarla 
sensibilidaddeentradadel 
monitor de acuerdo a la sehal 
audio fuente. 

Bouton INPUT TRIM — 

Regie la sensibilited'entree 
del'en び inteenfonction 
du niveau du signal source 
applique en entree. 
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TRUTH B3031A 

2-WAY ACTIVE R 旧 BON STUDIO REFERENCE MONITOR WITH KEVLAR WOOFER 



型号： B 303 1A ち抵责音ま苗听音度 
をI造巧： Behringer Holdings 
[Pte) Ltd 中国を惟 


behringer 


A 


普告 

电モをを 
巧0巧巧の差 


A 


SERIAL MUM 曰 ER 


BEHRINGER TRUTH 
MODEL B3031A 

CONCEIVED AND DESIGNED BY 
日 EHAIN 白 EA GERMANY 
MADE IN CHINA 


(€酿あ N 11999 


FREE FIELD 


I a ds] 




WARNING 

THIS EQUIPMENT IS CAP 占 BLE OF 
DELIVERING SOUND PRESSURE 
LEVELS IN EXCESS OF 90 dB. 
WHICH MAY CAUSE PERMANENT 
HEARING DAMAGE 


WARNING 

TO REDUCE THE BISK OF FIRE OR 
ELECTRIC SHOCK DO NOT EXPOSE 
THIS EQUIPMENT TO RAIN OR 
MOISTURE. REFER SERVICING 
TO QUALIFIED PERSONNEL—. 


CAUTION 

RISK OF ELECTRIC SHOCK! 

DO NOT OPEN! 

‘ ATTENTION A 

RISQUE DE CHOC 


in 



LOW FREQUENCY 

TO ADAPT MONITOR’S 
FREQUENCY RESPONSE 
TO AN ADDITIONAL 
SUBWOOFER OR TO 
SIMULATE SMALL 
SPEAKER SYSTEMS. 


INPUT TRIM 



-6 dB +6 dB . 


HH h' — I 

0 - 吕 -4 -日 dB 


0 dB 
-2 dB 


〔4 dB] 


押 



+2 dB 
0 dB 
-2 dB 



ROOM 

JPENSATION 

v/IPENSATES LOW 
祖 UENCY BOOST DUE 
MONITOR PLACEMENT. 


ELD 

HH h' — I 

a - 吕 -4 - 日 d 


TO MAT 
FREQUE 
CONTRf 


hCtUUtniUT 

H MONITOR'S 
CY RESPONSE TO 
ROOM DAMPING. 


nr n 

HH hH 

□ + 吕一吕 一4 


ON A 0 OFf 


M 


MUTE HIGH 


FOR SERVICE USE 




I I 

OFF CM 


POWER SOURCE 


ATTENTION 


REPLACE FUSE WITH SAME UTILISER UN FUSIBLE DE 
FUSE TYPE AND RATING. RECHAN 百 E DE MEME 

TYPE ET CALIBRE. 



INPUT 一 Plug either an 
XLRor%" cable into one of 
these inputs to connect the 
audio source. 

INPUT — Conecteauna 
deestasentradasun cable 
con unatomaXLRounade 
6,3mmparalaconexi6nde 
su fuente audio. 

INPUT — Connectezune 
ficheXLRouuneficheJack 
6,35mmarunedeces 
entrees pour connecter la 
source audio. 


POWER MODE — 

(B3031A only) Selects from 
the three available power 
modes; ON, AUTO, and OFF. 

POWER MODE —(solo en 
e! B3031A) Estole permite 
eiegir entre tresmodos 
deactivaciondistintos; 

ON, AUTO y OFF. 

Selecteur POWER MODE — 

(B3031Auniquement} 
Selectionnezrundes trois 
modes de fonctionnement 
del'alimentationsuivants: 
ON,AUTO,etOFI^ 


FUSE 一 Contains the fuse. 

FUSE 一 Dentrodeeste 
receptkulo hay un fusible. 

FUSIBLE — Emplacement 
contenantle fusible. 


POWER SOURCE — 

Connect theinduded power 
cable to this socket and to 
a mains outlet. 

POWER SOURCE —Conecte 
el cable dealimentadon 
incluidoaestaentradapor 
unlddoydunasaliddde 
corrientealterna. 

EMBASE SECTEUR — 

Connectezle cordon secteur 
fourni entre cette embaseet 
une prise secteur. 


POWER SWITCH —Turns 
the monitor on and off. 

The ON LED lights when the 
power is turned on. 

INTERRUPTOR POWER — 

Le permite encendero apagar 
e! monitor. El pilotoONse 
iluminara cuandoel monitor 
esteencendido. 


ROOM COMPENSATION— 

Provides a low frequency 
roll-off to compensate for 
speaker placement. 

ROOM COMPENSATION — 

Le ofrece un sistema 
desupresiondebajas 
frecuencias para compensar 
determinadosprobiemas 
producidos porposiciones 
concretas del altavoz. 


HIGH FREQUENCY —Adapts 
the monitor's frequency 
response to the damping 
characteristics of the 
control room. 


HIGH FREQUENCY —Adapta 
la respuestade frecuenciadel 
monitor a las caractensticas 
de amortiguacionde agudos 
de la sala decontrol. 


MUTE HIGH —(B3031A only} 
Disables the ribbon 
transducerfor servicing 
and maintenance. 

MUTE HIGH —(solo en 

el B 3031 A) Desactiva 

eltransductordecinta 

paralarealizdcionde 

tareasdemantenimiento 

yreparaciones. 


MUTE LOW —(B3031A only) 
Disables the woofer for 
servicing and maintenance. 

MUTE LOW — (soloen 
el B 3031 A) Desactiva el 
woofer para la realizacion 
de tareasde mantenimiento 
yreparaciones. 

Selecteur MUTE LOW — 

(B3031Auniquement} 

D お active le Woofer pour 
des besoinsde maintenance 
etde reparation. 


INTERRUPTEUR 
SECTEUR —Place 
renceinte sous/ 
hors tension. La Led 
ON s'allume lorsque 
renceinte est 
sous tension. 


Selecteur ROOM 
COMPENSATION — 

Applique une 
attenuation dans les 
basses rrequencespour 
compenser la position 
de renceinte dans la 
pike d'koute. 


Selecteur HIGH 
FREQUENCY —Adapte 
lareponsedansle 
hautdu spectre de 
renceinte enfonction 
des caracteristiques 
d'amortissementdela 
cabined' 台 coute. 


SelecteurMUTEHIGH — 

{B3031Auniquement) 
Desactivele Tweeter a 
ruban pour des besoins 
de maintenance et 
de reparation. 
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口 TRUTH B 3030 A/B 303 lA 

TRUTH B 3030 A/B3031A Getting started 


画 Step 3; Getting 
started 


回 Paso 3: Puesta en 
marcha 


画 Etape 3 : Mise en 
oeuvre 


O 励 Place the monitor speakers at head 
level, unobstructed and at equal 
distances to the left and right of your 
listening position. 

固 Coloque fisicamente los monitoresa la altura de 
su cabeza, de forma queno queden obstaculizados 
por naday equidistantes de la posicion de escucha 
izquierdayderecha. 

圃 Placez les enceintes a niveau de votre tete et a 
equidistance entre vos oreilles gauche et droite. 



O 励 Connect the included power cables to 
each monitor speaker. Connect the other 
end to a mains outlet properly configured 
for your particular model. DO NOT turn the power on 
yet! If possible, connect both monitor speakers and 
the mixing console to the same outlet to avoid 
ground loops. 

固 Conecte los cables de alimentacion incluidos a 
cada uno de los monitores. Conecte el otro extremo 
de dichos cables a una salida de corrientedel voltaje 
y amperaje adecuados para su modelo concreto. 
jNO encienda todavia los monitores! Si es posible, 
conecte ambos monitores y la mesa de mezclas a 
Id misma salida de corriente o regleta para evitar 
problemas de buclesa tier 化 


励 Connectez les cordons secteur fournis aux deux 
enceintes. Connectez les fiches secteur aux 
prises secteur. NE PLACEZ PAS ENCORE LES ENCEINTES 
SOUS TENSION! Essayez de connecter les deux 
enceintes et la console de mixageala m を me ligne 
secteur pour Mer les boucles de terre. 
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〇 圆 Connect the audio source to the 
inputs of the monitor speakers. 

If connecting to a mixer, the main XLR 
outputs from the mixer are preferable. You may also 
connect the audio outputs from a computer using an 
interface such as the UCA222. 

固 Conecte las fuentes audio a las entradas de los 
monitores. Si esta usando una mesa de mezclas, 
lo mas recomendable es que utilice las salidas 
prindpales XLR del mezclador. Tambien puede 
conectar las salidas audio de un ordenador por medio 
de un interface como el UCA222. 

圃 Connectez la source audio aux entrees des 
ecoutes. Si vous les connectez a une console de 
mixage, utilisezde preference les sorties symetriques 
XLR de Id console. Vous pouvez egalement 
connectez les ecoutes aux sorties d'un ordinateur 
en utilisant une interface audio telle que rUCA222. 


® 

Q 


3, 氣國 E 


巧 


お 

oo 

oo 

0000 



CAUT I 

REPLACE FUSE I 
FUSE TYPE AN I 


O 励 Turn on your mixer, computer, 
or other audio source. 

固 Encienda la mesa de mezclas, 
ordenador 0 la fuente audio que tenga conectada. 

圃 Placez la console de mixage sous tension, 
rordinateurou toute autre source audio en premier. 

O 励 Turn on the power to each speaker by 
flipping the power switch. This is located 
on the back panel. The ON LED will light up. 

固 Encienda cada uno de los monitores por medio 
de su interruptor POWER (situadoen el panel 
trasero). El pilotoONse iluminara en cuanto el 
monitor este encendido. 

圃 Placez les deux ecoutes sous tension a I'aide de 
leurs interrupteurs secteur situ を s en face arriere. 

La Led ON s'allume sur chaque enceinte. 



UCA222 




O 励 Adjust the INPUT TRIM knob on 
the back of each monitor to the center 
(OdB) position. 

回 Ajusteel mando INPUT TRIM del panel trasero 
de cada monitor a su posicion central (0 dB). 

励 Reglezle bouton INPUT TRIM a I'arri を re de 
chaque ecouteen position centrale (0 dB). 


INPUT TRIM 


▼ TYPICAL 
□ dB 



O 励 Start playing your audio source 
and slowly increase the volume until 
you reach a comfortable 
listening level. 

回 Comience la reproduccion de su fuente 
audio y vaya subiendo lentamenteel volumen 
hasta que lleguea un nivel de escucha que le 
resulte comodo. 

励 Activez la source audio et montez 
progressivement le volume jusqu'a obtenirun 
niveau d'ecoute confortable. 
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113 Specifications 



B 303 OA B3031A 
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Especificaciones tecnicas 


B3030A 


B3031A 


Entradas Audio 


Collector XLR 


entrada baldnceadd 


TRSde6,3mm 


entrada baldnceadd 


Impedanciade entrada 
Retoque de entrada 
Nivel de entrada maximo 


^lOkQ ^ 

-6dBto+6dB 

+22dBu 


Cabezal de altas frecuencias 
Cabezal de bajas frecuencias 


Potencia de Salidadel Amplificador 


RMS @0.1 %THD (onda sinusoidal) 


2" ribbon 

Diafragma de Kevlar de 171 mm de diametro Diafragmade Kevlar de 222 mm de di る metro 


75 W 


150W 


Potencia en picos 


MOW 


285 W 


Tipo 

Frecuencia de separacion o crossover 


Especificaciones del Sistema 


Respuestade frecuencia 
Nivel de presion sonora 

Bajas frecuencias 


max. 113dBSPL@l m (pair) 


Activo 
3.6 kHz 

■ 

50 Hz to 24 kHz 


0dB(S)60Hz 
-2dB@60Hz 
-4 北 @60 Hz 
-6dB@60 Hz 


max. 116dBSPL@1 m (pair) 


Room Compensation 


0dB@300Hz 
-2dB@300 Hz 
-4dB@300Hz 
-6dB@300Hz 


Frecuencias agudas 


Fuentede Alimentacion 


Fusible 


+2dB@8kHz 

0dB@8kHz 

-2dB@8kHz 

-4dB@8kHz 


100- 120 V~, 50/60 Hz 

T 2.0AH 250V 

Tt0AH250V 

220-230 V~, 50/60 Hz 

T 1.6 AH 250 V 

T2.5AH250V 

Consumo 

max. now 

max. 200 W 

Conexion de corriente 

Collector lEC standard 

Dimensiones 

Dimensiones (AxLxP) 

315x215x210mm 

400 x250 x290 mm 

Peso 

22lbs/10kg 

33 lbs/15 kg 
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Caracteristiques techniques 


B3030A B3031A 


Entrees Audio 

XLR 

Entree symetrique 

Jack stereo 6,35 mm 

Entree symetrique 

impedance d'entree 

lOkQ 

Gain d'entree 

-6dBto+6dB 

Niveau d'entree maximum 

+22dBu 

Haut-Parleurs 

Tweeter 

2" ribbon 

Woofer 

17cm,membrane au Kevlar 

22 cm, membrane au Kevlar 

Puissance de Sortie 

Efficace avec distorsion harmoniquedeO,! % (sinus) 

75 W 

150W 

Crete 

MOW 

285 W 

Filtrage 

Type 

Actif 

Frequence decoupure 

3.6 kHz 

Mesures Systeme 

Reponseen frequence 

50 Hz to 24 kHz 

Niveau de pression sonore 

113 dB SPL maximum a 1 m (paire) 

116 dB SPL maximum a 1 m (paire) 

Basses frequences 

0dB@60 Hz 
-2dB@60Hz 
-4dB@60Hz 
-6dB@60 Hz 

Compensation de I'espace d'ecoute 

0dB@300Hz 
-2 dB 魯 300 Hz 
-4dB@300Hz 
-6dB@300Hz 

Hautes frequences 

+2dB@8kHz 

0dB@8kHz 

-2dB@8kHz 

-4dB@8kHz 

Alimentation 


Fusible 


100- 120 V~, 50/60 Hz 

T2.0AH250V 

T 5.0AH 250V 

220-230 V~, 50/60 Hz 

T 1.6 AH 250 V 

T 2.5AH250V 

Consommation electrique 

max. now 

max. 200 W 

Embase secteur 

Embase lEC standard 

Dimensions 

Dimensions (hxlxp) 

315x215x210mm 

400 x250 x290 mm 

Poids 

22lbs/10kg 

33 lbs/15 kg 
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Other important information 


Important information 


1. Register online. Please register your new 
BEHRINGER equipment right after you purchase it by 
visiting behringer.com. Registering your purchase using 
our simple online form helps us to process your repair 
claims more quickly and efficiently. Also, read the terms 
and conditions of ourwarranty, ifapplicable. 

2. Malfunction. Should your BEHRINGER dealer 
not be located in your vicinity, you may contact the 
BEHRINGER distributor for your country listed under 
"Support" at behringer.com. Should your country not 
be listed, please check if your problem can be dealt with 
by our "Online Support" which may also be found under 
"Support" at behringer.com. Alternatively, please submit an 
online warranty claim at behringer.com BEFORE returning 
the product. 

3. Power Connections. Before plugging the unit 
into a power socket, please make sure you are using the 
correct mains voltage for your particular model. Faulty fuses 
must be replaced with fuses of the same type and rating 
without exception. 


E j Aspectos importantes 


1. Registro online. Le recomendamos que 
registresu nuevo aparato BEHRINGER justo despues de 
su compra accediendo a la pagina web behringer.com. 

El registro de su compra a traves de nuestro sencillo 
sistema online nos ayudara a resolver cualquier 
incidencia que se presente a la mayor brevedad posible. 
Ademas, aproveche para leerlos terminosy condiciones de 
nuestra garantia, si es aplicableen su caso. 

2. Averias. En el casode que no exista un distribuidor 
BEHRINGER en las inmediaciones, puede ponerseen 
contacto con el distribuidor BEHRINGER de su pais, 

que encontrara dentrodel apartado "Support" de nuestra 
pagina web behringer.com. En caso de que su pais no 
aparezcaenese listado, acceda a la seccion "Online Support" 
{que tambien encontrara dentro del apartado "Support" de 
nuestra pagina web) y compruebesi su problema aparece 
descrito y solucionadodlli. De forma alternativa, envienos a 
traves de la pagina web una solicitud online de soporte en 
periodo de garantia ANTES de devolvernos el aparato. 

3. Conexiones de corriente. Antes de enchufar 
este aparato a una salidade corriente, asegiiresede que dicha 
salida sea del voltaje adecuado para su modelo concrete. 

En casode que deba sustituir un fusible quemado, debera 
hacerlo porotrode identicas especificaciones, sin excepcidn. 


Fr Informations importantes 


1. Enregistrez-vous en ligne. Prenezle 
temps d'enregistrer votre produit BEHRINGER aussi vite 
que possible surle site Internet behringer.com. Le fait 
d'enregistrer le produit en ligne nous permetde gerer 
les reparations plus rapidement et plus efficacement. 
Prenez egalementle temps de lire les termes et conditions 
de notre garantie. 

2. Dysfonctionnement. Si vous n'avez pas 
de revendeur BEHRINGER presde chez vous, contactezle 
distributeur BEHRINGER de votre pays : consultezlaliste 
des distributeursde votre pays dans la page "Support" de 
notre site Internet behringer.com. Si votre pays n'est pas 
dans la liste, essayezde resoudre votre probleme avec notre 
"aide 州 ligne" que vous trouverez egalement dans la section 
"Support" du site behringer.com. Vous pouvez egalement 
nous faire parvenir directement votre demandede reparation 
sous garantie par Internet surle site behringer.com AVANT de 
nous renvoyer le produit. 

3. Raccordement au secteur. Avantde relier 
ぴ t equipementau secteur, assurez-vous que la tension 
secteur de votre region soil compatible avec I'appareil. 
Veilleza remplacer les fusibles uniquement par des mod を les 
exactement de m さ me tailleetde m さ me valeur electrique — 
sansaucune exception. 
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FEDERAL COMMUNICATIONS 
COMMISSION COMPLIANCE 
INFORMATION 


尸 ^ BEHRINGER 

I TRUTH B 3030 A/B 303 1A 


Responsible party name: 
Address: 


Phone/Fax No.: 


MUSIC Group Services USA, Inc. 

18912 North Creek Parkway, 
Suite 200 Bothell, WA 98011, 
USA 

Phone: +1 425 672 0816 
Fax: +1425 673 7647 


TRUTH B3030A/B3031A 

complies with the FCC rules as mentioned in the following paragraph: 

This equipment has been tested and found to comply with the limits fora Class B 
digital device, pursuant to part 15 of the FCC Rules. These limits are designed 
to provide reasonable protection against harmful interference in a residential 
installation. This equipment generates, uses and can radiate radio frequency 
energy and, if not installed and used in accordance with the instructions, may cause 
harmful interference to radio communications. However, there is no guarantee that 
interference will not occur in a particular installation. If this equipment does cause 
harmful interference to radio or television reception, which can be determined 
by turning the equipment off and on, the user is encouraged to try to correct the 
interference by one or more of the following measures: 

• Reorient or relocate the receiving antenna. 

• Increase the separation between the equipment and receiver. 

• Connect the equipment into an outlet on a circuit different from that to which the 
receiver is connected. 

• Consult the dealer oran experienced radio/TV technician for help. 

This device complies with Part 15 of the FCC rules. Operation is subject to the 
following two conditions: 

(1) this device may not cause harmful interference, and 

(2) this device must accept any interference received, including interference that may 
cause undesired operation. 


Important information: 

Changes or modifications to the equipment not expressly approved by MUSIC Group 
can void the user's authority to use the equipment. 






imagine music 
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